% change 

2010 

2013 

2016 

from 2007 peak 

Average price 

Average price 

Average price 

■34.7% m 

€224,384 

€124,175 

€177,463 


Average Rent 

Average Rent 

Average Rent 

2006 

€351 

€878 

€1,237 


Average price 
€326.524 
Average Rent 
€1,033 


2007 

Average price 
€328,205 
Average Rent 
€1,004 


2003 

Average price 
€311,352 
Average Rent 
€1,030 


2009 



2018 

CORK CITY 


AVERAGE 
HOUSE PRICE 


AVERAGE 
RENT PRICE 




f 


2011 

Average price 
€171.500 
Average Rent 
€844 


2014 

Average price 
€133.485 
Average Rent 
€952 


2017 

Average price 
€108,400 
Average Rent 
€1,310 


Average price 
€200,031 
Average Rent 
€915 



2012 

Average price 
€133,350 
Average Rent 
€847 


2015 - 

Average price 
€132,136 
Average Rent 
€1,073 




2010 

Average price 
€269,218 
Average Rent 


2006 


€395 


2013 

Average price 
€103.207 
Average Rent 
€942 


2016 

Average price 
€284,069 
Average Rent 
€1,304 


Average price 
€301,532 
Average Rent 
€1,118 


2007 

Average price 
€407,300 
Average Rent 
€1,103 


2006 

Average price 
€335,217 
Average Rent 

€1,151 


2009 



2018 

DOUGLAS 


AVERAGE rOAQ OOQ 
HOUSE PRICE \-aU3jOJO 

AVERAGE ^ -f 470 

RENT PRICE ^ I M 


2011 

Average price 
€2:39-. 537 
Average Rent 
€895 


£014 

Average price 
€220.252 
Average Rent 
€ 1 , 017 


2017 

Average price 
€200,305 
Average Rent 
€1,353 


Average price 
€310,000 
Average Rent 
€955 



2012 

Average price 
€211,733 
Average Rent 
€902 


2015 

Average price 
€231.417 
Average Rent 
€1,130 















